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Message Text 

UNCLASSIFIED 

PAGE 01 GUATEM 01083 221841Z 
ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-08 /019 W 

221850 001699/43 

R 182239Z FEB 77 
FM AMEMBASSY GUATEMALA 
TO SECSTATE WASHDC 4908 

UNCLAS GUATEMALA 1083 

FOR USDOC/MAJOR EXPORT PROJECT DIVISION 

E.O. 11652: N/A 
TAGS: BEXP, ENRG, GT 

SUB J : MAJOR PROJECT: MOYUTA GEOTHERMAL PROJECT 

REF: STATE 35967 

1 . WE HEAR THAT MOYUTA PROJECT NOT GOING VERY WELL. SEVERAL 
EXPLORATION WELLS DRILLED BY FRENCH FIRM, FORAMINAS. 

REPORTEDLY HAVE NOT HIT MUCH STEAM. ELECTRO CONSULT IS 
CONTINUING PREPARATION OF WHAT IS DESCRIBED AS PRE-FEASIBI- 
LITY STUDY OF MOYUTA SITE. THIS SHOULD BE FINISHED BY 
MID-YEAR. REPORTEDLY THEY HAVE RIGHT TO DO FEASIBILITY 

AND DESIGN WORK AS WELL. WE ALSO UNDERSTAND THAT BECAUSE 
OF PROBLEMS WITH WELLS, ELECTRO CONSULT'S CONTRACT HAS 
BEEN EXTENDED AND IF NOTHING IS FOUND AT MOYUTA, THEY MAY 
TURN ATTENTION TO OTHER SITES. 

2. STONE AND WEBSTER'S BEST CONTACT AT INDE IS: 

ING. HUGO ROLANDO BETHANCOURT 
(PROJECT MANAGER MOYUTA) 

INSTITUTO NACIONAL DE ELECTRIFICACION 
INDE 

6A. AVENIDA 2-73, ZONA 4 
GUATEMALA CITY, GUATEMALA C.A. 
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